MyLA3 1 1 : Cancelled - Other - 5111 N TEESDALE... 


Subject: MyLA311: Cancelled - Other - 5111 N TEESDALE AVE, 91607 
From: 311@lacity.org 
Date: 06/23/2016 06:15 PM 
To: lisa@mediadistrict.org 



Your Service Request number # 1-224621184 for Other Service Request has 
been updated successfully. 

Location: 5111 N TEESDALE AVE, 91607 

You can check the status of your Service Request by 

1. Downloading the app from Google Play or Apple Store 

2. Logging to MyLA 311 portal at https://mvla311.lacitv.org 

3. Contacting 311 with your service request number 

Email: 311@lacity.org 

Telephone / TDD: Within LA city boundaries: dial 311 

Outside greater LA area: dial (213) 473-3231 
Hearing impaired: TDD (213) 473-5990 
Call center hours: M-Su 8:00 am - 4:45 pm 
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